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E.O. 11652: N/A 

TAGS: IAEA, PARM, TECH 

SUBJECT: IAEA: PLANNED MEETINGS ON NUCLEAR EXPLOSIONS FOR 
PEACEFUL PURPOSES 

REF: STATE 152957 

PER REFERENCE REQUEST, THIS CONFIRMS THAT JULY MEETING ON 
HEALTH AND SAFETY ASPECTS OF PNE'S HAS BEEN CANCELLED AND 
NO FUTURE DATE HAS BEEN PROPOSED. WE EXPECT THIS 
SITUATION TO CONTINUE THROUGH CTB DISCUSSIONS. IN THE 
INTERIM, IAEA HAS REDUCED AUTHORIZED STAFFING OF UNIT OF 
PEACEFUL NUCLEAR EXPLOSIVE SERVICES FROM TWO PROFESSIONALS 
TO ONE. KIRK 
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